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OCI No. 1225/65 


CENTRAL INTELLIGENCE AGENCY 
Office of Current Intelligence 
30 April 1965 


INTELLIGENCE MEMORANDUM 

Situation in the Dominican Republic 
“ (.As of OTCKT) 


1. Loyal Dominican troops and police were 
still holding Fortaleza Ozama as of 0600 Washington 
time. The Embassy reports that the hours from 0400 
to 0600 EDT were a quiet period, with only a few 
rifle shots in the vicinity. 

2. A tank which approached the Embassy grounds 
at 0605 EDT proceeded to an army installation about 
a block from the Embassy residence. It apparently 
was one of General Wessin’s tanks. 
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